To:  Cooper,  William[Cooper. William@epa.gov] 

From:  Davis,  Tim 

Sent:  Thur  8/13/2015  1:44:15  AM 

Subject:  Unbelievably  poor  "passive  voice"  wording 


Kay  Morrison  COMPLETELY  rewrote  this  page: 


http://www2.epa.gov/go1dkingmme/claims-process-and-standard-form-95-damage-injury-or- 
death-result- gold-king-mine 


It  USED  to  say: 


Deliberative  Process/Ex.  5 
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Deliberative  Process/Ex.  5 


You  will  need  Adobe  Reader  to  view  some  of  the  files  on  this  page.  See  ERA’S  About  PDF  page  to  learn  more. 

•□□□□□□□□  Standard  Form  95  (PDF)(2  pp.  539  K) 
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